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City hall at San Francisco, electri- 
cal installation in* 
City 100% wired up..........-.+++- 
Civil Service Commission announces 
examination for electrical as- 
CI «inn 055 406 5.00 00.40 005 00085 
Civil service examinations for junior 
inspectors 
Cleaning of street lamps (E)........ 
Cleaning of street lamps facilitated 
by wagon in Indianapolis* ...... 
Clear Lake Lumber Co.. new plant 
electrically equipped* 
Clearance for conduit installed in 


reinforced concrete, by W. Car- 
WRN <) be eee cWvews Oe eaneaeNs #66 
Clearances of transmission line con- 
GO OTS .. nino. hese -cgecsccesosccss 


Cleveland Electric Tiluminating Co.— 


Features of industrial substa- 
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Low-hung truck for transport- 
ing transformers* ........-- 
Cleveland estimators to form asso- 
GEOTIIE 65.5.0 4 ooinn 0.4 6h wtp: 6004008 
Cleveland Railway Co. uses vacuum 
cleaners for tramcars ..........-- 
Clewell. Prof. C. E., lectures on in- 
dustrial lighting. .............+-- 
Clinker cut with water iet......... 
Clinton Gas & Electric Co. receives 
new ‘contract from city........ 
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Clinton, Iowa, to 
street lighting 
Cluster, adjustable. for floor lamps, 
Peerless Light Co.®............. 
Coal and ice delivered by electric 
PEE attt in blawawteba cade Gkos 
Coal combustion (BE) ............... 
Coal Controller of Great Britain— 
Suggestions for making  bri- 
SE, wA00e6s~65.0060eeteennda 
Coal hopper, preventing fire in, by 
Me EN « isin he te Baa ehe eet Asan 
Coal mine adopts electric power for 
hauling, by W. P. Potter*...... 
Coal mine to be electrified......... 
Coal mining, electric power in, gains 
ig PE INES 1 a eee 
Coal mining situation (E) ........ 
Coal mines, forcing electrification of 
Coal, obtaining calorific values of.... 
Coal pile, keeping it cool*.......... 
Coal purchased on specification (E). 
Coal saving, capitalization of (E).. 
Coal scale, Reliance automatic*..... 
Coal, selection of for power plant 
use, by Robert June* ........... 
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nave all-night 
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Code, National Electrical 
Correction on code change...... 
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Dee Oe Oe. écecescexcuses ta 
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Revision of code rules on motors 
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service switches ........... 
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Combustion, fundamentals of chem- 
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Commission jurisdiction over mu- 
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Commission regulation, Government 
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Central-station company’s pro- 
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Cutting cost of 
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Details of tunnels for electric 
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Methods of fighting 
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Nomenclature of 
current cables as 
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Results from 
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January* . 
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R E, Hellmund 
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Condensation of moisture 
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Condenser trouble 
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cost, by G. B. Springer... 
Conduit, clearance for, installed in 
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Conduit 
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Conduit 
ing 
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pull- 
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for threading, 
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Conduit specialties 
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hy J. A. Weaver 
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Conduit, underground 
Conduit, use of smaller wires in 
Conduit wiring system, essential 
steps in, by Terrell Croft*..... 
72, 113, 
cartridge-fuse 


device, 


Connecting block and 
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Connections, electrical, 

crease of Sandusky 
Connectors, brass set-screw, 

Sherman Manufacturing 
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Conservation of heat 

pipes and boilers, by 
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record in- 
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from 
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losses 


through standardiza- 


Gas, Electric & Power 


Starts movement to improve 
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Steam turbine 

solved* . 
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Construction, 
cost of, by G. 
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dium-voltage lines, by 
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Constrnetion, overhead, method of 
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regulation problem 
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B. Springer 
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Construction, 
manholes, 
stock 
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Development 
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Co.* Trr 
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Contracting, new code of practice 
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Contractors, 
Accounting 

plained to 
contractors .... 
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Estimating wiring of existing 
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meet 
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1918 reviewed* 
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Hughes 
Cookine eauipment, electric ‘ 
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430 
THO 


LXXIV 


INDEX 


1918 
United States 
makes screws for 


Copper production for 

Copper production in 

Corbin Screw Co 
tile outlet box 

Correction on protective 
of trolley feeders 

Correction on use of 
of trolley wires 
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Cotton mill electrically 
Atlanta prison 
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for railroad use* 
Cranes, traveling, rails 

trolley wires 
Creameries adopt electric trucks... 
Crossarms, adjustable spacer for* 
Crossarms replacec on live lines... 
Crossing span of interstate power 
systems over Mississippi river. . 
Crouse-Hinds Co., flood-light pro- 
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‘ustomer co-operation ac knowledged 
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